Thank you for downloading the Adode Acrobat version of the InstallShield Express Professional 1.0 User's Guide.

The self-extracting executable file ISX_USGD.EXE contains the following three files:

ACROREAD.EXE
ISX_USGD.PDF
README.TXT

If you would like to install the Adode Acrobat Reader 2.1, simply double-click on the filename ACROREAD.EXE. If you already have an Acorbat Reader installed on your system, re-installing the reader is not necessary.

To read the User's Guide, launch the Acrobat Reader and open the file ISX_USGD.PDF. For additional instructions on using the Acrobat Reader, refer to the Acrobat Reader Help.

If you have any comments regarding ths InstallShield Express Professional 1.0 User's Guide, please email them to us at doc@installshield.com.